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1996;76:194-9 
Color 
Color stability: denture base resins processed with the mi- 
crowave method (May et al). 1996;76:581-9 
Composite resins 
Comparison of degree of conversion for light-cured and addi- 
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Craniomandibular disorders 
Prosthetic rehabilitation in patients with temporomandibu- 
lar disorders (Tiirp and Strub). 1996;76:418-23 
Craniomandibular function and dysfunction 
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lateral branches of two adhesive systems (Ferrari and 
Davidson). 1996;76:250-3 
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A simple system for priming dentin while keeping it wet 
and simultaneously drying the enamel in class V compos- 
ite restorations (Mannocci and Ferrari). 1996;76:219-20 
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Smear layer instability caused by hemostatic agents (Land 
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Denture, overlay 

Clinical procedure for stabilizing and connecting O-ring at- 
tachments to a mandibular implant overdenture (Dominici 
et al). 1996;76:330-3 

Comparative study of two precision overdenture attachment 
designs (Cohen et al). 1996;76:145-52 

Effects of overdenture retention designs and implant orien- 
tations on load transfer characteristics (Federick and 
Caputo). 1996;76:624-32 

Treatment results with immediate overdentures: an evalua- 
tion of 4.5 years (van Waas et al). 1996;76:153-7 

Denture, partial 

Polyviny] siloxane template aids in recontouring natural teeth 

opposing single dentures (Javid and Esquivel). 1996;76:325-6 
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Accuracy of machine milling and spark erosion with a CAD/ 
CAM system (Andersson et al). 1996;76:187-93 

Clinical performance of resin-bonded fixed partial dentures 
(Boening). 1996;76:39-44 

Finite element analysis of the effect of cantilever and implant 
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Resin-bonded fixed partial dentures. I. proposed standard- 
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Bend testing of wrought wire removable partial denture al- 
loys (Waldmeier et al). 1996;76:559-65 
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(Dunn). 1996;76:571-2 
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(Tips) 

Solving the distal extension removable partial denture base 
movement dilemma: a clinical report (Giffin). 1996;76:347- 
9 
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(Vermeulen et al). 1996;76:267-72 
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Denture, precision attachment 
Clinical procedure for stabilizing and connecting O-ring at- 
tachments to a mandibular implant overdenture (Dominici 
et al). 1996;76:330-3 
Comparative study of two precision overdenture attachment 
designs (Cohen et al). 1996;76:145-52 
Denture bases 
Color stability: denture base resins processed with the mi- 
crowave method (May et al). 1996;76:581-9 
The effect of metal surface treatment on the shear bond 
strengths of base and noble metals bonded to enamel (Breed- 
ing and Dixon). 1996;76:390-3 
Solving the distal extension removable partial denture base 
movement dilemma: a clinical report (Giffin). 1996;76:347- 
9 
Denture identification marking 
Denture microlabeling technique (Ibrahim). 1996;76:104 
(Tips) 
Denture liners 
Effect of test method on the bond strength of a silicone resil- 
ient denture lining material (Al-Athel and Jagger). 
1996;76:535-40 
Effect of wet and dry cellulose ring liners on setting expan- 
sion and compressive strength of a gypsum-bonded invest- 
ment (Davis). 1996;76:519-23 
In vitro evaluation of antibacterial effects of photo-cured glass 
ionomer liners and dentin bonding agents during setting 
(Fraga et al). 1996;76:483-6 
Denture rebasing 
Relining and rebasing dentures opposing nonrestored poste- 
rior edentulous areas (Zuccari and Zuccari). 1996;76:568-9 
(Tips) 
Traumatic stomatitis following an intraoral denture reline: a 
clinical report (Bohnenkamp). 1996;76:113-4 
Unrestricted linear dimensional changes of two hard chairside 
reline resins and one heat-curing acrylic resin (Cucci et al). 
1996;76:414-7 
Denture retention 
Effects of overdenture retention designs and implant orien- 
tations on load transfer characteristics (Federick and 
Caputo). 1996;76:624-32 
Dentures 
Disinfection of pumice (Setz and Heege). 1996;76:448-50 
Effects of improvements of poorly fitting dentures and new 
dentures on masseter activity during chewing (Garrett et 
al). 1996;76:394-402 
Effects of improvements of poorly fitting dentures and new den- 
tures on patient satisfaction (Garrett et al). 1996;76:403-13 
Diamond rotary instruments 
Two in one diamond rotary instruments (Dimashkieh). 
1996;76:566-7 (Tips) 
Disinfectants 
Dimensional stability of seven elastomeric impression mate- 
rials immersed in disinfectants (Thouati et al). 1996;76:8- 
14 
Effects of chemical disinfectant solutions on the stability and 
accuracy of the dental impression complex (Rios et al). 
1996;76:356-62 
Disinfection 
Disinfection of pumice (Setz and Heege). 1996;76:448-50 
Dowels 
Effect of dowel lubrication on resistance to dislodgment of 
dowels cemented with a 4-META resinous cement (Walmann 
and Donnelly). 1996;76:15-8 
Four different core materials measured for fracture strength 
in combination with five different designs of endodontic posts 
(Cohen et al). 1996;76:487-95 
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E 
Ear, prosthesis 
Craniofacial osseointegration: technique for bar and acrylic 
resin substructure construction for auricular prostheses 
(Wolfaardt et al). 1996;76:603-7 
Ectodermal dysplasia 
Prosthodontic management of ectodermal dysplasia: a review 
of the literature (Pigno et al). 1996;76:541-5 
Education 
Research and education. 1996;76:56-101, 170-208, 309-20, 424- 
30, 519-45, 608-40 
Elastomers; see Rubber 
Electric stimulation 
Effects of electrical stimulation to the soft palate on snoring 
and obstructive sleep apnea (Schwartz et al). 1996;76:273-81 
Enamel 
The effect of metal surface treatment on the shear bond 
strengths of base and noble metals bonded to enamel (Breed- 
ing and Dixon). 1996;76:390-3 
In vitro evaluation of antibacterial effects of photo-cured glass 
ionomer liners and dentin bonding agents during setting 
(Fraga et al). 1996;76:483-6 
A pilot study of lactic acid as an enamel and dentin condi- 
tioner for dentin-bonding agent development (Ayad et al). 
1996;76:254-9 
A simple system for priming dentin while keeping it wet and 
simultaneously drying the enamel in class V composite res- 
torations (Mannocci and Ferrari). 1996;76:219-20 (Tips) 
Endodontics 
Four different core materials measured for fracture strength 
in combination with five different designs of endodontic posts 
(Cohen et al). 1996;76:487-95 
Esthetics 
Effect of different cooling rates on fracture toughness and 
microhardness of a glazed alumina reinforced porcelain 
(Baharav et al). 1996;76:19-22 
Facial shell temporary veneers: reducing chances for misun- 
derstanding (Rouse). 1996;76:641-3 
Influence of lamination on the flexural strength of a dental 
castable glass ceramic (Al-Shehri et al). 1996;76:23-8 
A method to record optimum anterior guidance for restor- 
ative dental treatment (Alpert). 1996;76:546-9 
Use of heat-pressed leucite reinforced porcelain in “difficult” 
veneer cases: a clinical report (Rouse). 1996;76:461-3 
Extraoral traction appliances 
Scar traction appliance for a patient with microstomia: a clini- 
cal report (Sykes). 1996;76:464-5 


F 
Face 
Comparison of techniques for reinforcing stone molds used to 
construct facial prostheses (Lund). 1996;76:297-301 
Compromise in prosthetic treatment of orofacial defects: a 
clinical report (Thomas). 1996;76:115-8 
Subcutaneous facial emphysema resulting from routine tooth 
preparation: a clinical report (Bohnenhamp). 1996;76:1-3 
Fixed prosthodontics 
Fixed prosthodontics. 1996;76:8-44, 119-52, 233-59, 356-417, 
466-95, 573-5 
Fractures 
Biaxial flexural strength and indentation fracture toughness 
of three new dental core ceramics (Wagner and Chu). 
1996;76:140-4 
Effect of different cooling rates on fracture toughness and 
microhardness of a glazed alumina reinforced porcelain 
(Baharav et al). 1996;76:19-22 
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The effect of plasma-treated polyethylene fiber on the frac- 
ture strength of polymethyl methacrylate (Ramos et al). 
1996;76:94-6 

Four different core materials measured for fracture strength 
in combination with five different designs of endodontic posts 
(Cohen et al). 1996;76:487-95 

Mechanical properties of a new mica-based machinable glass 
ceramic for CAD/CAM restorations (Thompson et al). 
1996;76:619-23 

Three-dimensional finite element analysis of stress-distribu- 
tion around single tooth implants as a function of bony sup- 
port, prosthesis type, and loading during function 
(Papavasiliou et al). 1996;76:633-40 


G 
Gallium 
An in vitro investigation of the tooth strains associated with 
four different restorations in Class II cavity (Shimizu et al). 
1996;76:309-14 
Gingiva 
The effect of marginal thickness on the distortion of different 
impression materials (Laufer et al). 1996;76:466-71 
Establishing the gingival emergence profile of restorations 
by using a resilient gingival replica (Bassiouny and 
Yearwood). 1996;76:386-9 
Gingival response to a new multipurpose dental adhesives: a 
histologic study in dogs (Redlich et al). 1996;76:379-85 
Gingival diseases 
An evaluation of a dentifrice containing salivary peroxidase el- 
ements for the control of gingival disease in patients with ir- 
radiated head and neck cancer (Toljanic et al). 1996;76:292-6 
Glass 
Mechanical properties of a new mica-based machinable glass 
ceramic for CAD/CAM restorations (Thompson et al). 
1996;76:619-23 
Glass ionomer cements 
The effect of various base/core materials on the setting of a 
polyvinyl siloxane impression material (Moon et al). 
1996;76:608-12 
In vitro evaluation of antibacterial effects of photo-cured glass 
ionomer liners and dentin bonding agents during setting 
(Fraga et al). 1996;76:483-6 
Influence of enamel conditioning on bond strength of resin- 
modified glass ionomer restorative materials and polyacid- 
modified composites (Attin et al). 1996;76:29-33 
Gum arabic 
Properties of gypsum with the addition of gum arabic and 
calcium hydroxide (Alsadi et al). 1996;76:530-4 
Gypsum; see Calcium sulfate 


H 
Hardness 
Effect of different cooling rates on fracture toughness and 
microhardness of a glazed alumina reinforced porcelain 
(Baharav et al). 1996;76:19-22 
Head and neck neoplasms 
An evaluation of a dentifrice containing salivary peroxidase el- 
ements for the control of gingival disease in patients with ir- 
radiated head and neck cancer (Toljanic et al). 1996;76:292-6 
Health education 
Use of the Internet for educational applications in 
prosthodontics (van Putten). 1996;76:200-8 
Heating 
Comparison of degree of conversion for light-cured and addi- 
tionally heat-cured composites (Park). 1996;76:613-8 
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Use of heat-pressed leucite reinforced porcelain in “difficult” 
veneer cases: a clinical report (Rouse). 1996;76:461-3 
Hemostatics 
Smear layer instability caused by hemostatic agents (Land 
et al). 1996;76:477-82 
Histology 
Gingival response to a new multipurpose dental adhesives: a 
histologic study in dogs (Redlich et al). 1996;76:379-85 


I 
Implantation, endosseous 

Craniofacial osseointegration: technique for bar and acrylic 
resin substructure construction for auricular prostheses 
(Wolfaardt et al). 1996;76:603-7 

Endosseous implants in an irradiated tissue bed (Eckert et 
al). 1996;76:45-9 

Nasal defects and osseointegrated implants: UCLA experi- 
ence (Nishimura et al). 1996;76:597-602 

Reconstruction of mandibular discontinuity defects with de- 
layed nonvascularized free iliac crest bone grafts and 
endosseous implants: a clinical report (Hotz). 1996;76:350- 
5 

The three-dimensional bone interface of an osseointegrated 
implant. I: a morphometric evaluation in initial healing 
(Wadamoto et al). 1996;76:170-5 

The three-dimensional bone interface of an osseointegrated 
implant. II: a morphometric evaluation after three months 
of loading (Sahin et al). 1996;76:176-80 

Implants 

Accurate presurgical determination for implant placement by 
using computerized tomography scan (Takeshita and 
Suetsugu). 1996;76:590-1 

Analysis of strain at selected bone sites of a cantilevered im- 
plant-supported prosthesis (Tashkandi et al). 1996;76:158- 
64 

Clinical procedure for stabilizing and connecting O-ring at- 
tachments to a mandibular implant overdenture (Dominici 
et al). 1996;76:330-3 

Comparison of techniques for reinforcing stone molds used to 
construct facial prostheses (Lund). 1996;76:297-301 

Compatibility of elastomeric impression materials for use as 
soft tissue casts (Beyak and Chee). 1996;76:510-4 

Craniofacial osseointegration: technique for bar and acrylic 
resin substructure construction for auricular prostheses 
(Wolfaardt et al). 1996;76:603-7 

A custom implant instrument organizer for prosthetics 
(Piekarski and Toporowski). 1996;76:644 (Tips) 

A custom titanium abutment for the anterior single-tooth 
implant (Marchack). 1996;76:288-91 

A double cast fixed detachable prosthesis for the correction 
of severely angulated implants (Rodriguez-Tizcareno). 
1996;76:554-8 

The effect of primers and surface characteristics on the adhe- 
sion-in-peel force of silicone elastomers bonded to resin 
materials (Taft et al). 1996;76:515-8 

Effects of overdenture retention designs and implant orien- 
tations on load transfer characteristics (Federick and 
Caputo). 1996;76:624-32 

Endosseous implants in an irradiated tissue bed (Eckert et 
al). 1996;76:45-9 

An evaluation of a dentifrice containing salivary peroxidase el- 
ements for the control of gingival disease in patients with ir- 
radiated head and neck cancer (Toljanic et al). 1996;76:292-6 

Finite element analysis of the effect of cantilever and implant 
length on stress distribution in an implant-supported fixed 
prosthesis (Sertgéz and Giivener). 1996;76:165-9 
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The influence of occlusal design on simulated masticatory 
forces transferred to implant-retained prostheses and sup- 
porting bone (Kaukinen et al). 1996;76:50-5 

Late stage soft tissue modification for anatomically correct 
implant-supported restorations (Davidoff). 1996;76:334-8 

Nasal defects and osseointegrated implants: UCLA experi- 
ence (Nishimura et al). 1996;76:597-602 

The relationship of smoking on peri-implant tissue: a retro- 
spective study (Haas et al). 1996;76:592-6 

The response of bone in primates around unloaded dental 
implants supporting prostheses with different levels of fit 
(Carr et al). 1996;76:500-9 

Three-dimensional finite element analysis of stress-distribu- 
tion around single tooth implants as a function of bony sup- 
port, prosthesis type, and loading during function 
(Papavasiliou et al). 1996;76:633-40 

The use of barium sulfate for implant templates (Basten and 
Kois). 1996;76:451-4 

Impression materials 

Compatibility of elastomeric impression materials for use as 
soft tissue casts (Beyak and Chee). 1996;76:510-4 

Dimensional stability of seven elastomeric impression materi- 
als immersed in disinfectants (Thouati et al). 1996;76:8-14 

The effect of marginal thickness on the distortion of different 
impression materials (Laufer et al). 1996;76:466-71 

The effect of various base/core materials on the setting of a 
polyvinyl siloxane impression material (Moon et al). 
1996;76:608-12 

Effects of chemical disinfectant solutions on the stability and 
accuracy of the dental impression complex (Rios et al). 
1996;76:356-62 

Impression technique 

Effects of chemical disinfectant solutions on the stability and 
accuracy of the dental impression complex (Rios et al). 
1996;76:356-62 

Impression technique for nonosseous free-tissue transfer re- 
construction after cranioorbitomaxillary resection: a clini- 
cal report (Dumbrigue et al). 1996;76:4-7 

Sectional impression for standing teeth in an otherwise eden- 
tulous arch (Keng). 1996;76:455-6 (Tips) 

In vitro 

Effect of restorative materials and in vitro carious challenge 
on amalgam margin quality (Grossman and Matejka). 
1996;76:239-45 

In vitro evaluation of antibacterial effects of photo-cured glass 
ionomer liners and dentin bonding agents during setting 
(Fraga et al). 1996;76:483-6 

An in vitro investigation of the tooth strains associated with 
four different restorations in Class II cavity (Shimizu et al). 
1996;76:309-14 

Infection control 
Disinfection of pumice (Setz and Heege). 1996;76:448-50 
Inlays 

Relative gap formation adjacent to ceramic inlays with com- 
binations of resin cements and dentin bonding agents 
(Sorensen and Munksgaard). 1996;76:472-6 

Relative gap formation of resin-cemented ceramic inlays and 
dentin bonding agents (Sorensen and Munksgaard). 
1996;76:374-8 

Instruments 

A custom implant instrument organizer for prosthetics 
(Piekarski and Toporowski). 1996;76:644 (Tips) 

Two in one diamond rotary instruments (Dimashkieh). 
1996;76:566-7 (Tips) 

Internet 

Use of the Internet for educational applications in 

prosthodontics (van Putten). 1996;76:200-8 
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Investments 
Effect of wet and dry cellulose ring liners on setting expan- 
sion and compressive strength of a gypsum-bonded invest- 
ment (Davis). 1996;76:519-23 


J 
Jaw 
The relationship between inclination of the occlusal plane and 
jaw closing path (Ogawa et al). 1996;76:576-80 
Jaw, edentulous 
Effect of splinting on load distribution of extracoronal attach- 
ment with distal extension prosthesis in vitro (E] Charkawi 
and El] Wakad). 1996;76:315-20 
Prosthodontic treatment for the Applegate-Kennedy class V 
partially edentulous patient (Shifman and Ben-Ur). 
1996;76:212-8 
Relining and rebasing dentures opposing nonrestored posterior 
edentulous areas (Zuccari and Zuccari). 1996;76:568-9 (Tips) 
Sectional impression for standing teeth in an otherwise eden- 
tulous arch (Keng). 1996;76:455-6 (Tips) 
Survey lines revisited: finding nonundercut surfaces for re- 
tainers that approach from the occlusal surface (Lechner). 
1996;76:437-44 


L 
Lactates 
A pilot study of lactic acid as an enamel and dentin condi- 
tioner for dentin-bonding agent development (Ayad et al). 
1996;76:254-9 
Letters 
Letters. 1996;76:105-6, 221 
Leucite 
Use of heat-pressed leucite reinforced porcelain in “difficult” 
veneer cases: a clinical report (Rouse). 1996;76:461-3 
Literature 
Annual review of selected dental literature (Allen et al). 
1996;76:56-93 
Prosthodontic management of ectodermal dysplasia: a review 
of the literature (Pigno et al). 1996;76:541-5 
Lubrication 
Effect of dowel lubrication on resistance to dislodgment of 
dowels cemented with a 4-META resinous cement (Walmann 
and Donnelly). 1996;76:15-8 
Luting agents 
Bonding of a cobalt-chromium alloy with acidic primers and 
tri-n-butylborane—initiated luting agents (Matsumura et al). 
1996;76:194-9 
The effect of metal surface treatment on the shear bond 
strengths of base and noble metals bonded to enamel (Breed- 
ing and Dixon). 1996;76:390-3 


M 
Mandible 

Clinical procedure for stabilizing and connecting O-ring at- 
tachments to a mandibular implant overdenture (Dominici 
et al). 1996;76:330-3 

Acolor-enhanced aid for location of the transverse horizontal 
opening and closing axis of the mandible (Zuccari et al). 
1996;76:181-6 

Effects of overdenture retention designs and implant orien- 
tations on load transfer characteristics (Federick and 
Caputo). 1996;76:624-32 

Reconstruction of mandibular discontinuity defects with de- 
layed nonvascularized free iliac crest bone grafts and 
endosseous implants: a clinical report (Hotz). 1996;76:350-5 
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Reproducibility and condylar position of a physiologic 
maxillomandibular centric relation in upright and supine 
body position (Campos et al). 1996;76:282-7 

Mandibular rest position; see Vertical dimension 
Masseter muscle 

Effects of improvements of poorly fitting dentures and new 
dentures on masseter activity during chewing (Garrett et 
al). 1996;76:394-402 

Mastication 

Effects of improvements of poorly fitting dentures and new 
dentures on masseter activity during chewing (Garrett et 
al). 1996;76:394-402 

Masticatory force; see Occlusal force 
Maxilla 

Impression technique for nonosseous free-tissue transfer re- 
construction after cranioorbitomaxillary resection: a clini- 
cal report (Dumbrigue et al). 1996;76:4-7 

A precise design and fabrication method for metal base max- 
illary complete dentures (Mattie and Phoenix). 1996;76:496- 
9 

Reproducibility and condylar position of a physiologic 
maxillomandibular centric relation in upright and supine 
body position (Campos et al). 1996;76:282-7 

Maxillofacial prosthetics 

Maxillofacial prosthetics. 1996;76:45-55, 158-69, 288-301, 500- 

18, 590-607 
Metal ceramic alloys 

Retention of metal ceramic crowns cemented with resin ce- 
ments: effects of preparation taper and height (El-Mowafy 
et al). 1996;76:524-9 

Metals 

A comparison of two methods of adhering composite to metal 
(Magneville and Dejou). 1996;76:97-101 

The effect of metal surface treatment on the shear bond 
strengths of base and noble metals bonded to enamel! (Breed- 
ing and Dixon). 1996;76:390-3 

A precise design and fabrication method for metal base max- 
illary complete dentures (Mattie and Phoenix). 1996;76:496- 
9 

Methyl methacrylates 

Dimensional accuracy of thermoformed polymethyl methacry- 
late (Jagger). 1996;76:573-5 

The effect of plasma-treated polyethylene fiber on the frac- 
ture strength of polymethyl methacrylate (Ramos et al). 
1996;76:94-6 

Effect of test method on the bond strength of a silicone resil- 
ient denture lining material (A!-Athel and Jagger). 
1996;76:535-40 

Rapid-processing procedure for heat polymerization of poly- 
methyl methacrylate in a pressure cooker with automatic 
controls (Ming et al). 1996;76:445-7 

Microscopy, electron, scanning 

The effect of three polishing systems on the surface rough- 
ness of four hybrid composites: a profilometric and scan- 
ning electron microscopy study (Kaplan et al). 1996;76:34- 
8 

Microstomia 

Scar traction appliance for a patient with microstomia: a clini- 

cal report (Sykes). 1996;76:464-5 
Microwaves 

Color stability: denture base resins processed with the mi- 

crowave method (May et al). 1996;76:581-9 
Mouth, edentulous 

Complete edentulism and denture use for elders in New En- 
gland (Marcus et al). 1996;76:260-6 

Obturator prosthesis retention for edentulous patients with 
large palatal defects: a clinical report (Antoniou et al). 
1996;76:227-9 
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N 
Nasal cavity 
Nasal defects and osseointegrated implants: UCLA experi- 
ence (Nishimura et al). 1996;76:597-602 
New England 
Complete edentulism and denture use for elders in New En- 
gland (Marcus et al). 1996;76:260-6 
Nickel 
Tensile bond strength of a resinous cement to a nickel-chro- 
mium alloy modified with five surface treatments (Coelho 
et al). 1996;76:246-9 


Oo 
Obstructive apnea; see Sleep apnea syndromes 
Occlusal force 
Effects of overdenture retention designs and implant orien- 
tations on load transfer characteristics (Federick and 
Caputo). 1996;76:624-32 
The influence of occlusal design on simulated masticatory 
forces transferred to implant-retained prostheses and sup- 
porting bone (Kaukinen et al). 1996;76:50-5 
The relationship between inclination of the occlusal plane and 
jaw closing path (Ogawa et al). 1996;76:576-80 
Occlusal splints 
Dimensional accuracy of thermoformed polymethyl methacry- 
late (Jagger). 1996;76:573-5 
Occlusion 
Effects of improvements of poorly fitting dentures and new 
dentures on masseter activity during chewing (Garrett et 
al). 1996;76:394-402 
The influence of occlusal design on simulated masticatory 
forces transferred to implant-retained prostheses and sup- 
porting bone (Kaukinen et al). 1996;76:50-5 
Occlusion and center of foot pressure variation: Is there a 
relationship (Ferrario et al). 1996;76:302-8 
The relationship between inclination of the occlusal plane and 
jaw closing path (Ogawa et al). 1996;76:576-80 
Operative dentistry 
Fixed prosthodontics and operative dentistry. 1996;76:8-44, 
119-52, 233-59, 356-417, 466-95, 573-5 
Orbit 
Impression technique for nonosseous free-tissue transfer re- 
construction after cranioorbitomaxillary resection: a clini- 
cal report (Dumbrigue et al). 1996;76:4-7 
O-ring attachments 
Clinical procedure for stabilizing and connecting O-ring at- 
tachments to a mandibular implant overdenture (Dominici 
et al). 1996;76:330-3 
Orthodontic appliances 
Survey lines revisited: finding nonundercut surfaces for re- 
tainers that approach from the occlusal surface (Lechner). 
1996;76:437-44 
Orthodontic wires 
Bend testing of wrought wire removable partial denture al- 
loys (Waldmeier et al). 1996;76:559-65 
Osseointegrated implant; see Implantation, endosseous 
Overdenture; see Denture, overlay 


P 
Palatal obturators 
Obturator prosthesis retention for edentulous patients with 
large palatal defects: a clinical report (Antoniou et al). 
1996;76:227-9 
Palate 
Effects of electrical stimulation to the soft palate on snoring 
and obstructive sleep apnea (Schwartz et al). 1996;76:273-81 


DECEMBER 1996 


THE JOURNAL OF PROSTHETIC DENTISTRY 


Obturator prosthesis retention for edentulous patients with 
large palatal defects: a clinical report (Antoniou et al). 
1996;76:227-9 

Palladium 

Castability optimization of palladium based alloys (Cohen et 

al). 1996;76:125-31 
Pantograph; see Radiography, panoramic 
Peroxidase 

An evaluation of a dentifrice containing salivary peroxidase el- 
ements for the control of gingival disease in patients with ir- 
radiated head and neck cancer (Toljanic et al). 1996;76:292-6 

Personal satisfaction 

Effects of improvements of poorly fitting dentures and new den- 

tures on patient satisfaction (Garrett et al). 1996;76:403-13 
Phonetics 

A method to record optimum anterior guidance for restor- 

ative dental treatment (Alpert). 1996;76:546-9 
Plasma 

The effect of plasma-treated polyethylene fiber on the frac- 
ture strength of polymethyl methacrylate (Ramos et al). 
1996;76:94-6 

Polishing 

The effect of three polishing systems on the surface rough- 
ness of four hybrid composites: a profilometric and scan- 
ning electron microscopy study (Kaplan et al). 1996;76:34-8 

Polyethylenes 

The effect of plasma-treated polyethylene fiber on the frac- 
ture strength of polymethyl methacrylate (Ramos et al). 
1996;76:94-6 

Polymers 

Alternative procedure for reconstructing anterior guidance 
using an autopolymerizing resin pattern (Sabek and 
Trévelo). 1996;76:550-3 

Rapid-processing procedure for heat polymerization of poly- 
methyl methacrylate in a pressure cooker with automatic 
controls (Ming et al). 1996;76:445-7 

Traumatic stomatitis following an intraoral denture reline: a 
clinical report (Bohnenkamp). 1996;76:113-4 

Polymethyl methacrylates; see Methyl methacrylates 
Polyvinyls 

The effect of marginal thickness on the distortion of different 
impression materials (Laufer et al). 1996;76:466-71 

The effect of various base/core materials on the setting of a 
polyvinyl siloxane impression material (Moon et al). 
1996;76:608-12 

Polyvinyl siloxane template aids in recontouring natural teeth 
opposing single dentures (Javid and Esquivel). 1996;76:325-6 

Porcelain 

Effect of different cooling rates on fracture toughness and 
microhardness of a glazed alumina reinforced porcelain 
(Baharav et al). 1996;76:19-22 

Evaluation of porcelain surface treatments and agents for 
composite-to-porcelain repair (Kupiec et al). 1996;76:119- 
24 

Influence of lamination on the flexural strength of a dental 
castable glass ceramic (Al-Shehri et al). 1996;76:23-8 

Use of heat-pressed leucite reinforced porcelain in “difficult” 
veneer cases: a clinical report (Rouse). 1996;76:461-3 

Post and core technique 

Biaxial flexural strength and indentation fracture toughness 
of three new dental core ceramics (Wagner and Chu). 
1996;76:140-4 

The effect of various base/core materials on the setting of a 
polyvinyl siloxane impression material (Moon et al). 
1996;76:608-12 

Four different core materials measured for fracture strength 
in combination with five different designs of endodontic posts 
(Cohen et al). 1996;76:487-95 
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Making a direct post and core in less than 15 minutes 
(Gonthier et al). 1996;76:102-3 (Tips) 
A time-saving method for indirect fabrication of cast posts 
and cores (von Krammer). 1996;76:209-11 
Posture 
Occlusion and center of foot pressure variation: Is there a 
relationship (Ferrario et al). 1996;76:302-8 
Prosthesis 
A double cast fixed detachable prosthesis for the correction 
of severely angulated implants (Rodriguez-Tizcareno). 
1996;76:554-8 
Prosthodontics 
Clinical and laboratory parameters in fixed prosthodontic 
treatment (Drago). 1996;76:233-8 
Prosthodontic treatment for the Applegate-Kennedy class V 
partially edentulous patient (Shifman and Ben-Ur). 
1996;76:212-8 
Resin-bonded fixed partial dentures. II. clinical findings re- 
lated to prosthodontic characteristics after approximately 
10 years (Wood et al). 1996;76:368-73 
Use of the Internet for educational applications in prosthodontics 
(van Putten). 1996;76:200-8 


R 
Radiography, panoramic 
Structural improvement of an electronic pantograph stylus 
assembly (Leknius). 1996;76:339 (Tips) 
Radiotherapy 
An evaluation of a dentifrice containing salivary peroxidase el- 
ements for the control of gingival disease in patients with ir- 
radiated head and neck cancer (Toljanic et al). 1996;76:292-6 
Reader’s round table 
Letters. 1996;76:105-6, 221 
Relining; see Denture rebasing 
Removable prosthodontics 
Removable prosthodontics. 1996;76:153-7, 260-87, 496-9, 576-89 
Reproducibility of results 
Reproducibility and condylar position of a physiologic 
maxillomandibular centric relation in upright and supine 
body position (Campos et al). 1996;76:282-7 
Research and education 
Research and education. 1996;76:56-101, 170-208, 309-20, 424- 
30, 519-45, 608-40 
Resins 
Alternative procedure for reconstructing anterior guidance 
using an autopolymerizing resin pattern (Sabek and 
Trévelo). 1996;76:550-3 
Clinical performance of resin-bonded fixed partial dentures 
(Boening). 1996;76:39-44 
Color stability: denture base resins processed with the mi- 
crowave method (May et al). 1996;76:581-9 
Comparison of degree of conversion for light-cured and addi- 
tionally heat-cured composites (Park). 1996;76:613-8 
A comparison of two methods of adhering composite to metal 
(Magneville and Dejou). 1996;76:97-101 
Craniofacial osseointegration: technique for bar and acrylic 
resin substructure construction for auricular prostheses 
(Wolfaardt et al). 1996;76:603-7 
Dimensional accuracy of thermoformed polymethyl methacry- 
late (Jagger). 1996;76:573-5 
The effect of metal surface treatment on the shear bond 
strengths of base and noble metals bonded to enamel (Breed- 
ing and Dixon). 1996;76:390-3 
The effect of primers and surface characteristics on the adhe- 
sion-in-peel force of silicone elastomers bonded to resin 
materials (Taft et al). 1996;76:515-8 
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Evaluation of porcelain surface treatments and agents for 
composite-to-porcelain repair (Kupiec et al). 1996;76:119- 
24 

In vivo resin-dentin interdiffusion and tag formation with 
lateral branches of two adhesive systems (Ferrari and 
Davidson). 1996;76:250-3 

An. in vitro investigation of the tooth strains associated with 
four different restorations in Class II cavity (Shimizu et al). 
1996;76:309-14 

Influence of enamel conditioning on bond strength of resin- 
modified glass ionomer restorative materials and polyacid- 
modified composites (Attin et al). 1996;76:29-33 

A longitudinal study of resin-bonded prostheses (Hansson and 
Bergstrém). 1996;76:132-9 

Long-term durability of adhesive systems bonded to fresh 
amalgam (Pilo et al). 1996;76:431-6 

Rapid-processing procedure for heat polymerization of poly- 
methyl methacrylate in a pressure cooker with automatic 
controls (Ming et al). 1996;76:445-7 

Relative gap formation adjacent to ceramic inlays with com- 
binations of resin cements and dentin bonding agents 
(Sorensen and Munksgaard). 1996;76:472-6 

Relative gap formation of resin-cemented ceramic inlays and 
dentin bonding agents (Sorensen and Munksgaard). 
1996;76:374-8 

Resin-bonded fixed partial dentures. I. proposed standard- 
ized criteria for evaluation (Wood et al). 1996;76:363-7 

Resin-bonded fixed partial dentures. II. clinical findings re- 
lated to prosthodontic characteristics after approximately 
10 years (Wood et al). 1996;76:368-73 

Retention of metal ceramic crowns cemented with resin ce- 
ments: effects of preparation taper and height (El-Mowafy 
et al). 1996;76:524-9 

A simple system for priming dentin while keeping it wet 
and simultaneously drying the enamel in class V compos- 
ite restorations (Mannocci and Ferrari). 1996;76:219-20 
(Tips) 

Tensile bond strength of a resinous cement to a nickel-chro- 
mium alloy modified with five surface treatments (Coelho 
et al). 1996;76:246-9 

Traumatic stomatitis following an intraoral denture reline: a 
clinical report (Bohnenkamp). 1996;76:113-4 

Unrestricted linear dimensional changes of two hard chairside 
reline resins and one heat-curing acrylic resin (Cucci et al). 
1996;76:414-7 

Retainer 

Survey lines revisited: finding nonundercut surfaces for re- 
tainers that approach from the occlusal surface (Lechner). 
1996;76:437-44 

Retention 

Effects of overdenture retention designs and implant orien- 
tations on load transfer characteristics (Federick and 
Caputo). 1996;76:624-32 

Retention of metal ceramic crowns cemented with resin ce- 
ments: effects of preparation taper and height (El-Mowafy 
et al). 1996;76:524-9 

Review literature 

Annual review of selected dental literature (Allen et al). 
1996;76:56-93 

Prosthodontic management of ectodermal dysplasia: a review 
of the literature (Pigno et al). 1996;76:541-5 

Rhinectomy 

Nasal defects and osseointegrated implants: UCLA experi- 

ence (Nishimura et al). 1996;76:597-602 
Rotary instruments 

Two in one diamond rotary instruments (Dimashkieh). 

1996;76:566-7 (Tips) 
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Rotation 
Acolor-enhanced aid for location of the transverse horizontal 
opening and closing axis of the mandible (Zuccari et al). 
1996;76:181-6 
Rubber 
Compatibility of elastomeric impression materials for use as 
soft tissue casts (Beyak and Chee). 1996;76:510-4 
Dimensional stability of seven elastomeric impression materi- 
als immersed in disinfectants (Thouati et al). 1996;76:8-14 
The effect of primers and surface characteristics on the adhe- 
sion-in-peel force of silicone elastomers bonded to resin 
materials (Taft et al). 1996;76:515-8 


Ss 
Saliva 
An evaluation of a dentifrice containing salivary peroxidase el- 
ements for the control of gingival disease in patients with ir- 
radiated head and neck cancer (Toljanic et al). 1996;76:292-6 
Scars; see Cicatrix 
Shrinkage 
Unrestricted linear dimensional changes of two hard chairside 
reline resins and one heat-curing acrylic resin (Cucci et al). 
1996;76:414-7 
Silicone elastomers 
The effect of primers and surface characteristics on the adhe- 
sion-in-peel force of silicone elastomers bonded to resin 
materials (Taft et al). 1996;76:515-8 
Siloxanes 
The effect of marginal thickness on the distortion of different 
impression materials (Laufer et al). 1996;76:466-71 
The effect of various base/core materials on the setting of a 


polyvinyl siloxane impression material (Moon et al). 
1996;76:608-12 

Polyvinyl siloxane template aids in recontouring natural teeth 
opposing single dentures (Javid and Esquivel). 1996;76:325- 
6 


Silver 
Four different core materials measured for fracture strength 
in combination with five different designs of endodontic posts 
(Cohen et al). 1996;76:487-95 
Sleep apnea syndromes 
Effects of electrical stimulation to the soft palate on snoring 
and obstructive sleep apnea (Schwartz et al). 1996;76:273- 
81 
Smear layer 
Smear layer instability caused by hemostatic agents (Land 
et al). 1996;76:477-82 
Smoking 
The relationship of smoking on peri-implant tissue: a retro- 
spective study (Haas et al). 1996;76:592-6 
Snoring 
Effects of electrical stimulation to the soft palate on snoring 
and obstructive sleep apnea (Schwartz et al). 1996;76:273- 
81 
Splints 
Dimensional accuracy of thermoformed polymethy] methacry- 
late (Jagger). 1996;76:573-5 
Effect of splinting on load distribution of extracoronal attach- 
ment with distal extension prosthesis in vitro (E] Charkawi 
and El Wakad). 1996;76:315-20 
Stents 
Dimensional accuracy of thermoformed polymethyl] methacry- 
late (Jagger). 1996;76:573-5 
Stomatitis 
Traumatic stomatitis following an intraoral denture reline: a 
clinical report (Bohnenkamp). 1996;76:113-4 
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Strain 
Analysis of strain at selected bone sites of a cantilevered im- 
plant-supported prosthesis (Tashkandi et al). 1996;76:158-64 
Effect of splinting on load distribution of extracoronal attach- 
ment with distal extension prosthesis in vitro (E] Charkawi 
and El] Wakad). 1996;76:315-20 
An in vitro investigation of the tooth strains associated with 
four different restorations in Class II cavity (Shimizu et al). 
1996;76:309-14 
Stress analysis 
Effect of splinting on load distribution of extracoronal attach- 
ment with distal extension prosthesis in vitro (El Charkawi 
and E] Wakad). 1996;76:315-20 
Finite element analysis of the effect of cantilever and implant 
length on stress distribution in an implant-supported fixed 
prosthesis (Sertgéz and Giivener). 1996;76:165-9 
Stress analysis of a cantilevered fixed partial denture with nor- 
mal and reduced bone support (Yang et al). 1996;76:424-30 
Three-dimensional finite element analysis of stress-distribu- 
tion around single tooth implants as a function of bony sup- 
port, prosthesis type, and loading during function 
(Papavasiliou et al). 1996;76:633-40 
Subcutaneous emphysema 
Subcutaneous facial emphysema resulting from routine tooth 
preparation: a clinical report (Bohnenhamp). 1996;76:1-3 
Supine position 
Reproducibility and condylar position of a physiologic 
maxillomandibular centric relation in upright and supine 
body position (Campos et al). 1996;76:282-7 
Swallowing; see Deglutition 


T 
Technology 
Dental technology. 1996;76:209-18, 321-38, 431-54, 546-65, 
641-3 
Templates 
Polyvinyl] siloxane template aids in recontouring natural teeth 
opposing single dentures (Javid and Esquivel). 1996;76:325-6 
The use of barium sulfate for implant templates (Basten and 
Kois). 1996;76:451-4 
Temporomandibular disorders; see Craniomandibular 
disorders 
Thermodynamics 
Dimensional accuracy of thermoformed polymethyl methacry- 
late (Jagger). 1996;76:573-5 
Tips from readers 
Tips from our readers. 1996;76:102-4, 339, 455-7, 566-9, 644 
Titanium 
A custom titanium abutment for the anterior single-tooth 
implant (Marchack). 1996;76:288-91 
Tomography, x-ray computed 
Accurate presurgical determination for implant placement by 
using computerized tomography scan (Takeshita and 
Suetsugu). 1996;76:590-1 
Tooth, artificial 
Polyvinyl siloxane template aids in recontouring natural teeth 
opposing single dentures (Javid and Esquivel). 1996;76:325-6 
Traction 
Scar traction appliance for a patient with microstomia: a clini- 
cal report (Sykes). 1996;76:464-5 


Vv 
Veneers 
Facial shell temporary veneers: reducing chances for misun- 
derstanding (Rouse). 1996;76:641-3 
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Use of heat-pressed leucite reinforced porcelain in “difficult” 

veneer cases: a clinical report (Rouse). 1996;76:461-3 
Vertical dimension 

Effects of improvements of poorly fitting dentures and new 
dentures on masseter activity during chewing (Garrett et 
al). 1996;76:394-402 

Occlusion and center of foot pressure variation: Is there a 
relationship (Ferrario et al). 1996;76:302-8 


Ww 
Waxes 
Creating a buttonless casting by using preformed wax sprues 
(Padilla and Rudd). 1996;76:327-9 


Wound healing 
The response of bone in primates around unloaded dental 
implants supporting prostheses with different levels of fit 
(Carr et al). 1996;76:500-9 


x 
Xerostomia 
An evaluation of a dentifrice containing salivary peroxidase el- 
ements for the control of gingival disease in patients with ir- 
radiated head and neck cancer (Toljanic et al). 1996;76:292-6 
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